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A New Jersey Home Built with 
Our Material 


Rep Bank, N.J., Jan. 21, 1908. 
Messrs. GoRDON-VAN TINE Co., 
Davenport, Iowa. 

GENTLEMEN :—It is with pleasure J wish 
to endorse the establishment of Gordon-Van 
Tine Company in contradistinction to the 
One Mill Regime of most towns, their ex- 
orbitant prices, and unaccountable delays. 

I must ina friendly way, however, criticise 
your over promptness in refunding money 
where such necessity (from your view point) 
arises, in numerous instances my again re- 
turning your cheques with substitute or 
supplemental orders, rather wishing you had 
retained the amount to my credit. 

Wishing you every success, and knowing 
where to place future orders for quality, 
cheapness, quick delivery and fair dealing, 
remain, Very truly yours, 

Wo. F. DURHAM. 

P.S. The photo sent is house on Reckless 
Place for which you furnished materials. 


A Canadian Home Built with 
Our Goods 


Mooses Jaw, SASK., Jan. 13, 1907. 
Messrs. GoRDON-VAN TINE Co,, 
Dayenport, Iowa. 

Drar Strs:—With reference to yours of 
the 4th inst. We have a photograph on 
hand of the house on which your material 
was used, and will forward it to you. 

The material gave all concerned the best 
possible satisfaction, and we trust to be 
able to give you another bill to fill in the 
near future. Yours, truly 

R. Hurcaeson & Sons. 


Read 


Our Responsibility 
OUR PAID UP CAPITAL, $250,000.00 
Ask Bradstreet’s or Dun’s Mercantile Agencies 


AUC LEFTEMS TO BE ADOMESSED ANO REMITTANCES MAOE PAYAQLE TO THE BANK 


(eM SEARS Pwesiorne ORGANIZED —-H-MASS.Casuien, 
HYE, PETERSENMICE PAST, 1883 GUSTAV STUEBEN ASST Case 


Srott Camby Savings Bank. 


CAPITALS 25000000 © SURPLUS $150,000.00 


Aanmrport, Sowa. May 29, 1906. 


TO WHOM IT MAY CONCERN. 

It gives us great pleasure to testify to the 
reliability, business integrity and honesty of Gordon, Van Tine 
& Co. Their financial responsibility is well over three hundred 
thousand dollars ($300,000.00) and they enjoy the highest credit 
with Western Financial institutions. 

We assure prospective customers that they are 
perfectly secure in sending the money with their orders, as 
we understand that if goods are not entirely satisfactory, 
they may be returned at shippers expense, and the money will be 
promptly refunded. 

The officers of this Company are well and 
favorably Known to us and may be relied upon to do exactly as they 
agree. 


Yours very truly, 


Hou. 
x 


Any Banker or Business House, anywhere, can tell you of our 


responsibility by referring to the books of Bradstreet’s 
or R. G. Dun’s Mercantile Agencies 


the Banker’s and Customers’ Letters Concerning 


50 Per Cent Saved on This Home 


’ Soura AupurN, NEB., Jan. 10, 1908. 

GorDON-VAN TINE Co., 
Davenport, Iowa. 

GENTLEMEN :—I have just completed my 
house and wish to say a word to you in re- 
gard to the mill work you furnished for same. 

{am past seventy-five ae of age and have 
used a great deal of mill work, but consider 
the material you furnished me as good as 
any I have ever used. Your prices are about 
50% below our local dealers’ prices, and I 
am well pleased with my dealings with you 
in every respect. 

_ Taking into consideration the great sav- 
ing by buying from you, together with the 
fact that by your honorable dealings, you 
make each of your patrons a satisfied custo- 
mer, you are sure to succeed, and deserve the 
patronage and support of the public. 

Respectfully, 
CHARLES OC, CoTTRELL. 


Low Freight to New York 


West Danpy, N. Y., Jan. 30, 1908. 
GorDON-VAN TINE Co., 
Davenport, Iowa. 
GENTLEMEN :—I purchased 81 squares of 
rou 3-ply roofing to be used for covering m 
ome. J received this material in goo 
shape, found the freight charges low and am 
very well pleased with the roofing. In fact, 
I do not think I could purchase as good a 
quality for anywhere near the price. 

My roofing has been on for some time and 
is in good condition, I would be very will- 
ing to recommend to anyone the use of your 
Flintcoated Roofing. Respectfully. 

FRELING Hovse. 


GORDON-VAN TINE COMPANY, DAVENPORT, IOWA, U. S. A. 


PERFECT BLUE PRINT PLANS 


OUR WONDERFUL OFFER 


Send us a TWO DOLLAR money order, check or draft (no stamps) and we will send you a perfect set of blue print architect’s 
working plans for any design in this book and we will enter your paid subscription for one year to the leading 
monthly building magazine, ‘‘ The Journal of Modern Construction.” 


A progressive monthly magazine, each number of which contains a val- 
uable fund of information on questions pertaining to modern construction 


work of all kinds. 


New Methods and New Materials is a special topic in which is discussed 
the merits and qualities of the new 
building materials coming on the 
market. Detailed accounts are given 
of money saving methods and how 
their introduction makes for lower 
cost to the owner and builder. 


Illustrations of new buildings, de- 
signs for model houses, barns, etc., 
are given with floor plans, descrip- 
tions, estimates of cost and the com 
plete subject of modern building is 
carefully treated. Articles by well 
known writers, together with regular 
departments — Cement — Painting 
and Finishing — Heating and Plumb- 
ing — Building Notes — Questions 
Answered, make up a monthly con- 
tents which is sure to greatly interest 
you. 


A regular page is devoted to mo- 
dern construction on the farm in 
which are taken up many important 
matters.of direct interest to farmers. 
Plans and illustrations of various farm 
buildings and money saving ways for 
their construction are shown. Many 
of the plans that are published in the-magazine are on a large scale, so that 
they are easily followed by any one. Many valuable suggestions covering 
this subject are to be found each month in the regular department—“Cement 
and its uses.” 


The subscription price is $2.00 a year. Do not fail to get acquainted with, 
and become a subscriber to this most interesting magazine for builders, 


A Word About Our Plan Book 


This new book of 44 plans contains an unexcelled collection of 32 designs 
for residences, many of which are specially planned for farm homes. Twelve 
pan for barns, granaries, poultry houses and various outbuildings for the 
arm. 

The designs in this book are selected from hundreds of house plans from 
which we have taken the plans proven to be the most popular with the 
greatest number of people who have built. From the standpoint of beauty, 
utility, low cost and general desirability, therefore, this collection of general 
house plans and barn plans is the very best that has ever been published and 
we want you to accept our recommendation as to the general beauty and 
practicability of the plans. 

We want you to get the best possible result in your building. We know 
it is purely a question of money in your pocket and satisfaction to you in 
every detail of your building operations to build from a complete set of care- 
fully prepared working plans. We want you for our satisfied customer and 
in order, therefore, to make building easy for you, to save you money not 
only on all mill work, roofing, and building materials which we sell,.but to 
be of service to you in every way possible, we have prepared this book of 
up-to-date and strictly reliable plans, mailed free on receipt of 10 cents in 
stamps or a dime, to cover cost of packing and postage. 

We want to call your especial attention to the desirability of buying 
practical plans. You build a house but once in a lifetime, and you want to 
be sure that you are getting plans that are not only handsome to the eye, 
but are absolutely practical. 

The majority of plans purchased from architects and, in fact, from most 
every source, are plans designed by architects on a theorctical basis. Some 
of them are good and more of them are bad. In designing our plan book, 
we have only used Homes that have been built, not once, but time and time 
again. Homes that have proven themselves Homes in every respect—beauti- 
ful Homes, cozy Homes, and practical Homes. 

In investigating the great number of plan books issued from different 
sources, we have found that the majority of them are designed by mere’ boys 
just out of some technical school, and to get away from this trouble, as we 
have before explained, we only show homes in this book that have been’ 
built many, many times. You can see this from the fact that these homes 
are all reproductions from photographs, while in all other plan books, the! 
pictures are made from what is termed “washed drawings.” / 
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OUR PLANS ARE MOST COMPLETE 


What Plans Include 


The plans are accurately and skilfully drawn by 
most competent architects, and consist of a full set 
of blue print working drawings made on the ar- 
chitect’s regular working scale of 4% inch to the foot. 
The plans include all four elevations, basement, first 

_and second floor plans, necessary large exterior and 
interior details. 

On floor plans are indicated all measurements in 
feet and inches, the proper location of hot air and 
ventilating pipes, registers, plumbing fixtures, etc. 


Specifications 


The specifications are complete in every respect 
and cover all items of construction, recommending 
the best materials to be used in the building and the 
correct method of construction and application of 
same. A good set of specifications is an important 
matter as they will in a large measure protect your 
best interests and, if they are carefully followed, will 
insure the best results to be obtained. 


Concerning Cost Estimates 


All approximate estimates are based on a uniform 
table of prices which are generally representative 
of the present prevailing cost of labor and building 
materials over the country. In making up the es- 
timates it is understood that the houses are to be 
built warm for protection in the Northern climate. 
Painting is included in estimate and means two coat 
work both in and out, filler and two coat work of 
varnish on hard wood finish or soft wood where 
stain is used instead of paint. Oak or maple floor- 
ing for first floor, pine for second floor. 

The item of plumbing and heating is not in- 
cluded in the published estimates for the reason that 
there is such a difference in the quality of goods and 
kind of heat installed, and corresponding variance 
in price. At the best, the estimates can only be ap- 
proximately accurate for your locality because con- 
ditions and prices vary in each section of the coun- 
try and are constantly changing. To be sure of the 
true cost, the best way is to put a set of our blue 
prints, working plans, and specifications in the hands 


of your local builder, who can then give you an 
actual cost price. We will be pleased to tell you 
what your millwork, roofing, etc., will cost. 


Bills of Material 


It is especially desirable and important to in- 
tending builders to have a complete, accurately pre- 
pared list of all materials required for the construc- 
tion of the proposed building. .We will furnish an 
itemized bill of all materials, including lumber, mill- 


work, quantity of plaster, stone, hardware and 
everything required for the construction of any one 
of the designs shown in this book for the sum of 
$2.50. For any one of the small farm out-buildings 
the sum of 50 cents. The lumber list would show 
the number of pieces, the length, size and grade re- 
quired for each part of the building. The millwork 
list would show each item of exterior and interior 
finish. 

The material lists for these various plans are 
prepared by the architect and, to the best of our 
knowledge, are complete and correct. 


Plans Reversed 


The location of your building site may make it 
necessary for you to build your house from our 
plans in reversed order, with the living-room, din- 
ing-room, etc., on the opposite side of the house 
from that shown in the illustration. When this is 
the case, request that “Plans be printed Reversed,” 
which will add $1.00 to cost, making the complete 
set cost $3.00. 


Cut Out This Order Coupon 


GorRDON-VAN TINE COMPANY, 
Davenport, Iowa. 


Gentlemen:—Enclosed find $2.00 for which please 
have my name entered for a year’s subscription to the 
Journal of Modern Construction and send me as per 
your offer, the blue print plans and with specifications 


complete for Plan No.---------- in your New Plan 
Book. (Insert Plan No. in this space). 


GORDON-VAN TINE COMPANY, DAVENPORT, IOWA, U. S. A. ae: 


PERSONAL TO READERS 


Dor’ buy even a dollar’s worth of maie- 
rial un‘il you see the wonderful bargains 
Gordon-Van ‘Tine Co. offer you in millwork 
and building supplies of every kind. You 
know tke high prices charged for everything 
in this line at your local dealers and lumber 
yards. Their immense percentage of profits 
—their strong organization to maintain 
prices —the pyramiding of profit upon 
profit for intermediate parties. We own 
the largest independent millwork supply 
business in the world. WeSell Only direct 
from mill to you at lowest prices ever made to anyone. 

Money saving price to everybody — Mr. Farmer, Mr. Carpenter, Mr. Contractor 
and home-owners everywhere. If you are going to build or meke improvements, 
get our big catalog of money saving offers and compare prices. 


Save at Least 50% — On Many Items Even More, by Buying Direct 
Why pay tribute to the lumber trust’s line of lumber yards and local offices? 
Millwork and building supply prices are notoriously high. The farmer, contractor and 
carpenter pay them toll with every purchase. Thgir prices are raised to the lim? 
of tolerance. We believe in patronizing home indusi'‘gy, aut n<% iu paying extortionate 
prices and three or four profits which add nothing to the quality of the goods. 


GORDON-VAN TINE CO.— The First and Largest Millwork Supply 
House in America— Headquarters for Lowest Prices 


Our business has grown to overa million dollars a year. All direct with farmers, 
builders, contractors, carpenters—and even independent dealers buy from us 
cheaper than from the lumber trust. We have no traveling salesmen, representa- 
tives or jobbers. Every sale is made direct from our mill to the man who buys the 
material — every go-between expense cut out. That is why our prices are so low for 
supplies fully up to grade and standard quality. 


Remember, Everything We Sell is Guaranteed Up to Standard Quality 


That means every article we sell to you direct is up to the standard of high 
quality required by the official grade adopted by the Sash, Door & Blind Manufac- 
turers’ Association of the Northwest. That is your absolute protection. Every pur- 
chase must prove satisfactory to buyer. Hundreds and thousands testify to the 
big values and absolute satisfaction given in our big money saving offers on build- 
ing supplies. Every article positively guaranteed as represented in our big, grand, 
free catalog. Safe delivery guaranteed. 


THE LUMBER TRUST WANTS OUR SCALP 


When we were small they paid little attention to us. As our business grew in 
popularity with farmers and builders everywhere, and our sales increased from a few 
thousand to over a million dollars a year, they tried to put us out of business. Nearly 
every conceivable method regardless of fairness was used to harass us, to cost us 
unnecessary expense and waste our catalogs and postage. We have fought them toa 
standstill. : 

Are you with us? Will you help us in this fight? Of course you will. Refuse to 
continue paying fancy prices. Buy your materials on a next-to-cost basis. Buy direct 
from Gordon-Van Tine Co. Send us bill of materials needed for estimate. 


DOORS! DOORS! DOORS! 


525 Styles — Doors for Every Purpose ! 


We show a complete line of doors—no matter for what Use 
intended, we are headquarters for doors. We sell them in €re- 
mendous quantities with manufacturing expense reduced 
to a minimum. We sell thousands of them in every 
state in the country. It is one of our biggest lines. 
Doors are one of our principal products—they are one 
of our specialties— they are among our best leaders. 
We give the biggest door value of any millwork 
manufacturing company in the world. Our 
prices absolutely defy competition. Our big line 
of soft pine doors embraces every style in de- 
mand. Let us send you our special list of bar- 
gains among these particular doors. 


Our Four-Panel Yellow Pine SOc 


Our stock embraces 7, 1%, 134 and 134-inch 
thicknesses. Don’t send your order for doors 
elsewhere. Here is where you save bie money. 

Hoer3o5d Veneered Doors, $3.20 

We have complete stock of hardwood doors. 
Finish your home with oak at a small cost. We 
save you from $3.00 to $5.00 each on hardwood 
doors. Hardwood trim to match. Also make 
special doors to order. Tell us what you want 
and let us quote you our lowest cash prices. 


Front Doors, $1.70 


Twenty-four different styles of front doors 
ranging from $1.70 upward. The biggest bar- ; : 
gain in the line of front doors ever offered anywhere — styles of pleasing design and 
rich appearance at surprisingly low prices made in various woods and painted or 
grained as desired. Send for our price list on front doors of every description before 
you place your order. We have a complete line of inexpensive doors at $1.70 each 
up to those of the highest grades finished with beveled plate glass, every one a typical 
Gordon-Van Tine bargain. Doors made to order if desired. 

HOW THEY ARE MADE-— Lumber is first air dried and then, as an extra precaution, is put 
through a scientific drying process. Joints are made with heavy hardwood dowel pins. Glued with 
imported glue, pressed together by heavy steam power pre:s. There is no “come apart” to our 
work, The door panels have a heavy raise on both sides. We guarantee our goods to be strictly up 
to the official grade adopted by the Sash, Door & 
Blind Mfrs. Ass’n of the Northwest. Every door is 
carefully made, finished and sand-papered. 

HOW OUR PRICES COMPARE — We chal- 
lenge comparison of prices as well as ee Soft 
pine doors that we sell for 80c, local dealers and 

umber yards charge as much as $2.00 for identical 
quality and specifications, Our line of hardwood 
doors is fully 50% cheaper than similar goods pur- 
chased elsewhere, Our line of front doors is more 
complete than that carried by dealers, a greater 
variety of selection, right next to cost. Our prices 
speak for themselves — they show true values. 


If you haven’t our Grand Free Millwork 
Catalog send for it today 


$33:60 
Worth 
$5.00 


$320 


Worth $6.00 


$1352 


Worth $22.00 
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Windows Complete 57c, Barn Sash 43c—all Styles, all Sizes—with or without glass 
Windows and window frames of all kinds, barn sash, ete., 


are headquarters for windows and sash. 


order for Gordon-Van Tine Co. 


from 2 lights each to 12 lights. 


on barn sash. Let us quote you estimate. 


House Windows—Over a hundred different 


Plain Rail Windows—S lights, 7 sizes, 57¢ up; 
12 lights, 6 sizes, 72c up;4 lights, 4 sizes, 83c up | 
Check Rail Windows — § lights, 5 sizes, 77¢ up; 12 lights, 8 sizes, 
79c up; 4 lights, 32 sizes, 66c up; 2 lights, 144 sizes, 69¢ up. Our 
line of 2 and 4 light check rail windows is especially complete. We jj 
have many splendid bargains. Send for catalog. } 
Barn Sash—This is another of our great specialties. 
Our output of barn sash is simply enormous, made § 
in 8 sizes, 43¢ up. Price without glass, 19¢ up, ac- | 
cording to sizes. Same goods at local lumber yards 
and dealers would cost from one and one-half to 
three times our prices. We cansave you big money 


Attic Sash, Cellar Sash, Etc —We sell everything in 
this line to cover your needs. Send for prices. Also’ = 
transoms, pantry check rail windows, stall sash, hot bed sash, ete- 


are our great specialties. We sell them in tremendous quan- 
tities. We ship these all over the United States. We manu- 
facture the most complete line, everything required for 
residences, farm homes, stores, barns, churches, outhouses of 
all kinds, ete. Our prices need no comment. 
goods. Quality strictly up to standard and guaranteed. We 
We challenge com- 
parison of prices. We easily save the consumer 50 to 75% 
on this line. Safe delivery guaranteed. Tell us your needs 
in the window line and get our prices. They will clinch your 


They sell the 


styles, ranging 


We Manufacture the Most Complete Line of Windows and Sash in America—All win- 
dows and transoms primed in pure linseed oil. Can be used for oil finish work. We use 
the very best quality of material and guarantee you entire satisfaction. 

GET READY FOR HOT BEDS—Raise Garden Truck under Glass, in Hot Beds and 


Cold Frames, at Small Cost to you, and make a Big Profit—See how 
simple and easy it is to make Hot Beds. 
Free Book of Instructions tells the whole 
story. Get the great Gardeners’ Catalog at 
once. Same sash can be used for Chicken 
Houses and Brooders. Truck farmers, mar- 
ket gardeners and everybody who has a gar- 
den, large or small, can save halfthe cost 
on Hot Beds, Cold Frames and all Garden- 
ers’ Materials by writing a postal card for 

ee our wonderful Gardeners’ Catalog, just 
One Form of Hot Bed—Sectional View Out and free to you. Now is the time to 
buy materials and get your hot beds started, insuring big profits on early 
vegetables, such as Cauliflower, Sweet Potatoes, Lettuce, Radishes, Toma- 
toes, Onions, Celery, ete. We haye made up 5,000 highest grade Hot Bed and 
Cold Frame Sash; complete with glass, for quick shipment, safe delivery 
guaranteed anywhere—also Gardeners’ Materials of all kinds, at half 
dealers’ prices. We furnish plans for Hot Beds, and Cold Frames, together 
with full instructions for beginners in gardening, absolutely free. These 
plans make success easy and sure. Remember hot bed should be made two 
weeks before time to sow seed. Best workmanship. Glass in sash laps to 
prevent leaks. Bars securely fastened on bottom rail. Sash glazed with 
putty; points 5x6 feet. Higher grade than dealers sell for double our prices. 


Hot Bed Sash, Glazed Complete $1.69 Dealers’ Price $3.50 


Price Open, 92¢ 


$25 TO $50 SAVED if You get Stairwork from GORDON-VAN TINE CO. 


Stairwork jobs are “pie” when it comes to profits for the average millwork sup- 
ply dealer. Here is where the consumer gets it in the “neck.” Stairwork from one- 
half to one-third what it would cost you 
elsewhere. We furnish steps, risers, newels, 
_ balustrades, stair rail, wall stringers, etc. 
\ In short, everything for your stairs except 
‘rough horses sold to you at Gordon-Van 
Tine prices, which means buying with the 
strictest economy and common sense. Send 
us your bill for estimate. 

Porch Work—We quote close figures 
on everything for your porch. Every farm 
home ought to have a good porch. It will 
prove the best investment 

-youevermade. Enlarge 
* your present porch. Let 
us figure with you 
for balustrades, spindles, porch rails, porch brackets, roof- 
ing mouldings, stairwork,—in short, everything. Our Stair 
Department is an absolute departure 
from the old-fashioned ideas. Why? | 3 
Recause we enable you to buildacom- 4 
plete flight of stairs from our stock. | 

You can build a flight of stairs com- | 

plete (except rough horses) from the |} 
material shown on this page, and call | 
your special attention to prices on 
Steps or Treads, Risers and Face and 
Wall Stringers. We furnish all our 
stair material in Plain Red Oak or 


best; no better materials made. 

Do you want to save $50.00 on your wk ea ea 
stairwork? Allow us to explain. Take an ordinary flight of stairs, say, sixteen Steps 
and Risers, for which you formerly paid $75.00 to $90.00 (ask your retailer), and com- 
pare with the following selected from our Stair Department. 


16 es Nos R347 416: nc. E Send us your Bill for Estimate 

ae BEACEGD wienrok: OE aa OyG If you are planning to do any building what- 
2 Angle Newels, No. R341 @ $1.65.... 3.30 | ever, or to make any improvements about your 
36 Balusters, No. R345 @ 7c .......... 2.70 | Place requiring mi 1 work supplies, write us 
18-foot Rail, No. R344 @7e.- vv" 496 | fully what your needs are. We willsend you an 
vo estimate of wha e job will cost you at our 

34 lineal ft. Face and Wall Stringers, snes het the jobawillicostivou ay 
No R349 @ 7 > 2.38 lowest cash prices. Remember, the saving by 
: DER ec hsy Cate ME cna, $22.30 poe cer from Pane. mill offsets the small 
Ry bate e ati tak gee : reight charges many times_over on every item 
Figures are based on prices for materials above listed we Sot by ae No order. is too small % re- 
Your Retailer’s Price .................- $75.00 | ceive our promptest attention. No order is too 
GORDON-VAN TINE’S Price............_22.30 | large to get a better price than we would quote 


Your saving to say nothing about delay $52.70 you direct. Our Grand Millwork Catalog Free. 


A bargain list of complete supplies in millwork, etc., for the farmer, the carpenter, the con- 
tractor,or the home-builder anywhere. Complete with illustrations of everything we make and 
sell. Our catalogue is the only salesman Gordon-Van Tine Co. employ. It makes no misrepresen- 
tations. Money returned if goods are not perfectly satisfactory. We want your name. 


GORDON-VAN TINE COMPANY, DAVENPORT, IOWA, U. S. A. 
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First Froor 


PLAN No. 1 

This is a very conveniently arranged and compact cottage, having many 
unusually attractive features. It is a home equally suited to a city or country 
location and hence its popularity. It is a well planned and well built little 
house. The roof is carried over the porch in a gentle curve, and is broken by 
a single dormer, which is a whole bedroom in itself. It will be noticed that 
the frieze below the porch cornice is carried around the house, dividing it 
into an upper and lower part. The upper part is shingled and the lower part 
is sided. The foundation is of stone, but may be made of cement blocks. 
The plan arrangement is very symmetrical. The front steps are in the center 
of the porch and lead directly to the entrance in the center of the house. On 
each side of the entrance are two large plate windows with leaded transoms, 
made to open. These windows are in the center of the living-room and 
dining-room, respectively. On the side of the house are two windows equally 
distanced, in the living-room; below each is a cellar window, and above them 
in the center of the house is a double window. Size of house 25 ft. 6 in. by 
28 ft. Height of first floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. Esti- 
mated cost with pine finish, $2,200, not including heating and plumbing. 


Plans, $2222 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.”’ 


or 


GORDON-VAN TINE COMPANY, 


Plans, $2 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of 
Modern Construction.”’ 


DAVENPORT, IOWA, JU. S. A. 


PLAN No. 3 


There is a great demand, nowadays, for cottage homes. Homes having 
the free, easy air of a cottage, but at the same time having practically as 
much room as a full two story house. To obtain this low-roof type of house, 
but without too- great a sacrifice of space on the second floor, builders and 
architects have resorted to the use of large dormers, many of them a whole 
room in size, thereby completely satisfying the owner’s desire for a cottage 
home with plenty of room in it. This ingenious plan has met with much 
favor and has been followed out in the designing of this house. 

This is a large frame cottage of pretentious appearance, with careful at- 
tention given to details. This is especially noticeable in the design of the 
front porch. A long, sloping roof, surmounted by a large dormer, is a pre- 
dominating feature. The first floor plan is a conveniently arranged one, with 
hall closets, alcove, and large homelike living-room, which opens directly inte 
both reception hall and dining-room. On the second floor are three good 
sized chambers and plenty of closet room. The front chamber is especially 
large, and would easily accommodate two beds. Size of house 28 ft. 6 in. 
by 33 ft. Height! of first floor, 9 ft. 5 in. Height of second floor 8 ft. 3 in. 
Estimated cost, with pine finish, $2,525, not including heating and plumbing. 
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BED ROOM 
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PLAN ‘No. 59 


The design is that of a complete, modern American farm home with full 
basement, with cement floor, heating plant, and modern plumbing. The bath 
room can, of course, be used as a small bedroom, if desired, and the chim- 


neys are so located that stoves can be used thruout. There are four large, 
well ventilated bedrooms, each with two windows and a view. in two direc- 
tions. The rooms are so arranged that any one of them will accommodate 
two beds nicely. Also note that each room has a large closet. As will be 
noticed from the accompanying sketch, the foundation above ground is con- 
structed of field stone. This material, in a great many sections, is available 
and much cheaper than limestone. It is advisable to build a poured concrete 
foundation wall, and if the field stone is not easily obtainable, to use a well 
made cement block, three range high above the grade. This house should be 
constructed of lap siding over first story, shingles dipped in shingle stain in 
the end gables as well as on the front and sides of dormers. Many different 
combinations of color could be used to good effect; for instance, paint the 
first story a straw with yellow trim and use brown stain for shingles, draw 
the window sash in black or chocolate. In arriving at an estimate of $3,400 
as the cost price of this house, not including plumbing or heating plant, it is 
figured to use pine for inside finish thruout with hardwood floors down stairs 
and pine matched flooring on second floor. Necessarily the question of cost 
is somewhat open, depending on the location of building, etc., but it is a 
money saver for any farmer who requires much room and wants an attractive 
and well planned home for the country. ~ 
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PLAN No. 65 


A square house is always practical. More room can be obtained in one 
planned and designed on the rectangular principle than any other style, for 
the same amount of money. This is one of those square, well proportioned 
homes that will always remain popular, in both the city and the country. 
The exterior is shown with siding, or it can be shingled if desired. In fact, 
a very pleasing combination for this house would be brown-stained, shingled 
body, a dark moss green stained roof, and ivory white trimmings. These 
colors all harmonize, not only with themselves, but with the natural sur- 
roundings of a home, the green grass and the trees. The plan shows a very 
homelike arrangement, which adds to its qualities. The parlor, sitting-room, 
and hall have been combined in one large, spacious living-room. The dining- 
room is of good size and has windows on two sides. On the second floor 
are four splendid bed chambers and a bath room. There is a closet for each 
room and a linen closet off the hall. Each bedroom has a window and out- 
look on two sides. The two parts of the chimney join in the attic and go 
thru the roof as one. 

The size of this house is 26 ft. by 29 ft. 10 in. 
floor is 8 ft. 3 in. The height of the first floor is 9 ft. 5 in. 
$2,950, with pine finishing, not including heating and plumbing. 
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PLAN'No. 66 


The idea that all square houses look alike is wrong. There can be as 
much originality in a square house as in any other kind. This is certainly 
a picturesque and attractive home. The foundation should be of brick, ce- 
ment, or stone, the exterior wall up to the second story window-sills of dark 
brown shingles, and the deep frieze of narrow siding, stained shingles or 
cement, the latter preferred. The cornice is simple, but well proportioned, 
and of ‘good projection. The plan shows a very convenient arrangement con- 
sisting of seven rooms, an entrance hall, and bath room. There is a direct 
passage from the entrance hall to the kitchen, in which is located the cellar 
stairway. This arrangement is always desirable. The parlor and dining-room 
are each 12 ft. by 13 ft., the latter having a fireplace in it to warm up quickly 
on chilly mornings. The basement has every provision for a heating plant 
and laundry, with an outside cellarway. On the second floor are four cozy 
bed chambers, each with a good sized closet and plenty of wall space for 
beds and bureaus. Each chamber, also, has two windows giving outlooks in 
two directions. 

The size of this house is 25 ft. 6 in. by 25 ft. 10 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is 8 ft. 3 in. The estimated 
cost with pine finish is $2,300, not including heating and plumbing. 
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PLAN \No. 9 

The gambrel roofed house is, undoubtedly, the most pop- 
ular type among builders of moderate sized cottage homes. 
A house with a gambrel roof, shingled walls, and white trim 
is decidedly domestic in appearance. It will be noticed that 
a few changes have been made in the details of the house, 
rectifying a few faults in the house as it was actually con- 
structed. The foundation walls to this house are of con- 
crete; using concrete poured into forms up to grade and 
concrete blocks above grade. The first story walls are sided. 

This house contains many comfortable rooms, consider- 
ing its size. The front porch is nine feet wide, and almost 
the length of the house; there is an entrance vestibule of 
ample size, to the side of which is a cozy corner, or alcove, 
with a seat. This seat has a hinged top, making a convenient 
place to keep raincoats and rubbers. There is a large en- 
trance hall, 12 ft. by 14 ft. containing a combination stair, 
which ascends to the second story at the middle of the house. 
Thru a cased opening to the left of the entrance is entered 
the large parlor. This is connected with the dining-room 
In the dining-room is a brick fire-place, 
which every housekeeper knows the value of. To warm up 
for breakfast and supper during the fall and spring, nothing 
quite equals an open fireplace. There are three bedrooms 
and a bath room, besides two large closets, a hall cabinet, 
and linen closet. All rooms are full height. There are no 
ceilings or walls cut off at an angle. Size of house 26 ft. 
6 in. by 29 ft. 6 in. Height of first floor 9 ft. 5 in. Height 
of second floor 8 ft. 3 in. Estimated cost, with pine finish, 
$2,285, not including heating and plumbing. 
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PLAN No. 40 


Homes of character, with convenient arrangements and costing little to 
build, are always very popular. Here we have a house, which fulfills all of 
these requirements, the result being that it is “one of the favorites” in our 
collection. Most of the house is sided, shingles being used only above the 
windows in the gables and on the roof. ; 

Thru the vestibule we enter the living-room, which serves as the reception 
hall and family parlor, having the stairway ascending from it to the second 
floor, with a broad fireplace and a comfortable window seat. The living-room 
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PLAN. No. 29 


Here we have a perfect house. This is a rather broad statement to make, 
but the facts support it. There are many things required of a perfect house, 
but they may be taken collectively as coming under the following general 
headings: Adaptability of the house to location. Adaptability of design to 
the plans. Correctness of architectural detail. Convenience of the plan ar- 
rangement. Its adaptability to the owner’s needs and the economy of the 
construction. Let us follow out each of these vital requirements of the per- 
fect house, and apply them to design number twenty-nine. First, its adapta- 
bility to the location is superb, it being especially adapted to a suburban place 
or the country. The plans take on a rectangular form. What style is there- 
fore better adapted to them than the gambrel roofed colonial? The -archi- 
tectural details are perfect. They are a simplification of the classic Doric 
style. The plan is certainly a very convenient arrangement, with the living- 
room, dining-room, kitchen, and chambers all grouped around central halls, 
making a home which adequately fulfills all the requirements of a family of 
seven or eight. All these things being true, are we not then ready to 
acknowledge design number twenty-nine as a model house or perfect plan, 
design, and construction? We are. It is. And furthermore, its cost allows 
it to be duplicated many times, by people desiring a splendid home at a 
moderate price. Size of house 24 ft. by 39 ft. Height of first floor 9 ft. 5 in. 
Height of second floor 8 ft. 3 in. Estimated cost, with pine finish, $3,000, 
not including heating and plumbing. 
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PLAN No. 24 
This house is planned to meet all requirements of a good sized 


family, having four bed chambers and an especially large living- 


room. It is a beautiful family room, opening into both recep- 
tion hall and dining-room, thru large openings and having a 
cozy fireplace in the corner, to say nothing of the broad land- 
scape window in the front, which looks out between two Doric 
columns. This room has all the requirements of home comfort. 
The dining-room has windows on two sides. The kitchen is well 
arranged and on the second floor are four chambers, a bath 
room and a ‘good sized linen closet, a provision greatly ap- 
preciated by all orderly housekeepers. One can hardly believe 
from the illustration that there would be so much space on the 
second floor. This has been provided, however, by a _ broad 
gable the full width of the house at the rear. A unique feature 
of the exterior is a broad balcony on the second floor, designed 
to resemble a gabled dormer. This is entirely shingled and is 
quite attractive. The porch is well balanced with four large 
Doric columns equally spaced. There is a combination stair- 
way from both hall and kitchen to the second floor, a very 
convenient arrangement. The cellar stair is under the main stair. 
In the corner of the living-room is a fireplace. Size of house 26 
ft. by 28 ft. Height of first floor 9 ft. 5 in, Height of second 
floor 8 ft. 3 in. Estimated cost, with pine finish, $2,700, not in- 
cluding heating and plumbing. ' 
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PLAN No. 57 


A farm-house should, first of all, be practical. It should also have some 
modern conveniences and be attractively arranged, but when it comes to the 
exterior, the average farmer prefers that it be simple. This house is a simple, 
well arranged home, which can be built by any farmer himself. There are no 
complicated features about it requiring the services of a skilled mechanic, and 
if the plan is carefully followed, there is no reason why anyone with a fair 
knowledge of carpentry cannot build this home. It is perfectly square in 
shape, and has a simple but well proportioned gable at each end. A _ balus- 
trade added to the porch would, no doubt, improve its appearance. The en- 
tire exterior is covered with lap siding and the roof is shingled. The founda- 
tion could be either stone or concrete, and the chimney would look best built 
of red brick. In the basement is every provision for a heating plant and 
laundry, with the outside cellar way. Nothing could be more simple than the 
floor arrangement,—the entrance from the hall to the parlor and the dining- 
room and kitchen occupying each of the four corners, each having windows 
looking out in two directions. The hall and parlor are connected thru a wide 
opening, and there is a direct passage from the hall to the kitchen. In this 
passage the cellar stairway starts down, making it convenient to reach from 
all parts of the house. On the second floor are two good-sized bed chambers, 
each large enough to contain two beds. There is a large closet to each room, 
and off from the hall is a store-room. ‘ 

The size of this house is 25 ft. 6 in. by 25 ft. 10 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is 8 ft. 3 in. Estimated cost, 
with pine finish, $1,625, not including heating and plumbing. ; 
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PLAN No. 43 


These are our combination cottage designs “A” and “B,” each having the 
same first floor plan, but with different exteriors. In ordering these designs, 
state definitely which one is desired. To choose between them from the ex- 
terior, would, indeed, be a difficult matter, as both are well designed and well 
proportioned. In design “B” the gables are on the long side of the house, 
which accounts for this house being a little higher than. the other, and al- 
together it is a little more imposing. The other house, or design “A,” how- 
ever, is simpler in its construction and costs less. Both houses are in the 
picturesque gambrel roof style and are sided. If desired, the gables and dor- 
mers may be shingled with good effect. The first floor arrangement is very good. 
There is a reception hall, living-room, dining-room, and kitchen. Each room 
is eleven feet wide, bringing the dividing partition in the center of the house, 
making all the floor joists of equal length. On the second floor in each plan 
are two chambers and a bath room, besides plenty of closet space. Size of 
house 23 ft. 10 in. by 28 ft. 6 in. Height of first floor 9 ft. 5 in. Height of 
second floor 8 ft. 3 in. Estimated cost of Design “A” $1,725, “B” $1,975, not 
including heating and plumbing. : 
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PLAN No. 6 


As can be plainly seen, this house is built with a masonry exterior. | That 
is no reason, however, why it cannot be built along the old lines with a 
shingled or sided exterior, and still make a beautiful home, only it would be 
somewhat different in appearance. This house was planned to meet modern 
demands. A house like this could not be found a few years ago. It is de- 
cidedly modern in every respect. The first story is brick, on which has been 
placed a coat of cement. The second story is of frame construction, on which 
metal lath has been used, and here cement, also, has been applied. The floor 
plan shows a very informal arrangement; reception hall, living-room and 
dining-room being practically one long room, in which the very broad brick 
fireplace is the principal feature. 

The interior arrangement and the floor plans are a reaction from the ex- 
treme formality which has governed most modern work. To one who desires 
exclusiveness and seclusion, this arrangement will not appeal, but to one who 
has cultivated the home spirit to a high degree (or has always possessed it) 
and can outweigh the lack of formality with sociability and comfort, these 
plans will be par excellence. To enter this house is not to enter a reception 
hall or a parlor, it is an entrance into a home. Size of house 25 ft. by 33 ft. 
Height of first floor 9 ft. 5 in. Height of second floor’8 ft. 3 in. Estimated 
cost, with pine finish, $2,625, not including heating and plumbing. 
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IPLAN No. 51 


This is a good sized colonial house. It is of a style which will ever be 
popular with the American people. One of the first requisites of a well- 
planned house is a spacious porch. It is here that the family gather at even- 
ing time and enjoy a few hours together after the day’s work is done. One 
of the attractions of this house is the broad porch; it extends the full length 
of the house and is nine feet wide. The plan of this house is exceptionally 
complete. Commencing with the entrance a coat closet on each side is found. 
The stair hall is thru the center of the house, which always makes a con- 
venient arrangement of rooms on both floors. On the first floor the hall is 
connected with both dining-room and living-room thru wide openings, which 
gives a homelike “altogether” effect. At one end of the living-room is a 
library or den, with a fireplace and a picturesque little oriel window with its 
broad sill four feet from the floor. The dining-room is of good size. On the 
second floor are four splendid chambers. Size of house 27 ft. by 31 ft. 6 in. 
Height of first floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. Estimated 
cost, with pine finish, $3,275, not including heating and plumbing. 
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PLAN No. 58 


There is something about a gable roof which always lends itself readily in 
an attractive manner to a cottage home. This unique style of roof originated 
way back in the old Dutch colonies when the nation was young, and has ever 
since been a popular style for a simple home. The chamber walls are straight 
from floor to ceiling. They are not cut off by the roof. The exterior of this 
house is shown with siding. It would look still more attractive if shingles 


wert ased. The floor plan shows a very simple arrangement of rooms. The 


entrance is directly into a large reception hall, having a pretty stairway con- 
nected with the parlor through a case opening. There is also a direct passage 
from the hall to the kichen, making it convenient to reach both stairway and 
front door. The dining-room and parlor are both 11 ft. by 12 ft., which is 
amply large for an average sized family. The kitchen is well arranged, hav- 
ing good wall space for all necessary kitchen fixtures. Under the house is a 
full basement. On the second floor are 2 good sized chambers, and 3 large 
closets. This is altogether a very complete and attractive country or suburban 
home. 

The size of the house is 25 ft. 6 in. by 25 ft. 10 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is 8 ft. 3 in. Estimated cost, 
with pine finish, is $1,800, not including heating and plumbing. 
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PLAN No. 23 


A more picturesque little brick and shingled house than this one would 00 
be hard to find. It combines at once stability and durability with a cozy Plans $ C 
j 


cottage appearance. The first story from foundation up is of cream pressed 
brick, and the second story gables and dormer are shingled. Brown stain is 
recommended for the gables and dormer with moss green for the roof. If 
LIVING ROOM desired, the first story walls could be of frame construction with a shingled 
1S x 17 or sided exterior and columns on the porch. The plan is arranged with special 
regard for a woman doing her own housekeeping, having many conveniences 
which make housework easy; the direct passage from hall to kitchen, the easy 
access to both the stairways, the china closets in the dining-room, kitchen 
cupboards, etc., being but a few of them. The large living-room is very 
homelike with its bay window and two wide-cased Openings, and connecting tail sheet and complete speci- 
with both dining-room and hall. Generous sized openings always give the aeations 
effect of space so much required in a small house. The dining-room is really Wiclided in the price of $2 
picturesque, the triple group of windows at one end being an attractive feature. a 
On the second floor are three pretty chambers, each with a large closet, and 
a bath room. Size of house 26 ft. 4 in. by 30 ft. 8 in. Height of first floor 
9 ft. 5 in. Height of second floor 8 ft. 3 in. Estimated cost with pine finish, 
$2,340, not including heating and plumbing. 
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We furnish complete architect’s 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building 
monthly, “The Journal of Modern 
Construction.” 


- PLAN No. 20 


Here is a simple, but attractive, house having all the requirements for a 
family of six or seven. It is one of the lowest-cost houses in this collection, 
considering its size. This is due mainly to its simple construction and the 
strict economy of its details. The exterior is of broad drop siding and the 
trim is very simple. The gables show a clever treatment which gives the 
house a somewhat English appearance. The plan is also a simple arrange- 
ment. The porch is merely a corner taken out of the house. The hall, while 
not large, is of sufficient size to meet all requirements. Off it is a coat closet. 
The sitting-room and dining-room are so openly connected that they are 
practically one, there being merely a wide-cased opening to act as a separa- 
tion. This makes it very convenient to heat both rooms by a stove, the 
pipe being carried up thru a drum in the hall above and then into the 
chimney. On the second floor are three good sized chambers, a bath room 
and large closets. Size of house 20 ft. by 28 ft. Height of first floor 9 ft. 
5 in. Height of second floor 8 ft. 3 in. Estimated cost, with pine finish, 
$1,525, not including heating and plumbing. 
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PLAN No. 56 


This is a very complete, conveniently arranged, and attractive home. The 
exterior is of a style always popular with Americans, the gambrel roofed 
style, and it has been used in this instance most successfully. The front 
porch is a very pretty feature. What an attractive departure the balustrade 
shown is from the usual combination of straight up and down balusters. 
The bay window on the side is just what is needed to break what would 
otherwise be a mcnotonous wall space and adds a very pretty feature to the 
living-room inside. The living-room is large and attractive, having many 
homelike features. It is entered thru a vestibule, at one side of which is a 
coat closet. At one end of the living-room is the fireplace and stairway. 
The kitchen has every convertience, and on the second floor are three cham- 
bers and a bath roum. Size of house 22 ft. by 25 ft. 10 in. Height of first 
floor 9 ft. 5 in. Heizht of second floor 8 ft. 3 in. Estimated cost, with pine 
finish, $2,200, not including heating and plumbing. 
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We furnish complete architect’s 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
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$2.00 you receive a year’s sub- 
scription to the best building 
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We furnish complete architect's 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building 
monthly, ‘“Che Journal of Modern 
Construction.” 


PLAN No. 49 


A better arranged house for a good sized family would be hard to find. 
To commence with, the porch is especially large, being 10 ft. wide by 39 ft. 
long; the full width of the house. The vestibule is of good size and has a 
coat closet at each side. To be practical, a vestibule should always be large 
enough to accommodate at least two people at one time, and still allow for 
the swing of the door. The entrance hall opens into the stair hall, living- 
room, and dining-room, thru wide openings which can be closed when desired 
by sliding doors. Off the living-room is the library, which can also be 
secluded by a sliding door. The library is very cozy. It has a fireplace, 
book-cases, and a window seat. On the second floor are four bedrooms, a 
bath room, sewing-room and many closets. The sewing-room would make 
a small bedroom if desired. The plans show a wood rail and balustrade. 
Size of house 29 ft. by 39 ft. 6 in. Height of first floor 9 ft. 5 in. Height of 
second floor 8 ft. 3 in. Estimated cost, with pine finish, $3,800, not including 
heating and plumbing. - 
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PLAN No. 55 


White is a favorite color for houses in city and country alike. Here we 
have a pretty home all in white. If you want to make a small home look 
as large as possible, paint it all one color. 

This picturesque little home has many attractive features. The exterior 
is quite symmetrical, having the windows equally spaced on all sides. The 
dormer is well proportioned to the exterior, and is a whole bedroom in itself. 
The front porch might be improved, if desired, by a balustrade. The floor 
plans show a splendid arrangement of six rooms and the hall. There is a 
direct passage from the hall to the kitchen, which is always convenient, and 
off this passage is the coat closet. The dining-room and hall are each 11 ft. 
by 12 ft., which is of ample size. The kitchen is conveniently arranged with 
proper wall space for all necessary kitchen furniture. A properly arranged 
kitchen always makes housekeeping far easier—having the cellar stairway 
handy is always a convenience. On the second floor are two bed chambers 
and a bath room, also large closets. This is a very economical house to 
build from a structural standpoint. More than this, it is a cozy, homelike 
cottage which anyone might be proud of. Size of house 25 ft. 10 in. by 
25 ft. 6 in. Height of first floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. 
Estimated cost, with pine finish, $2,150, not including heating and plumbing. 
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PLAN No. 54 


This is what could properly be called originality in an old style. It is 
altogether an attractive and unique looking home. The prominent front 
gable, with its pretty triple group of windows, extends over the front porch. 
being supported at one end by a Doric column. The hall, while not large, 
is of ample size for all requirements; has a good sized coat closet just off 
it, and a direct passage to the kitchen. It also contains, beside the stairway, 
a broad seat. This has a hinged lid and is a good place to keep rubbers. 
Connected with the hall thru a wide opening is the living-room. A large 
bay occupies one whole end of this room. Both living-room and dining-room 
have fireplaces. The dining-room is somewhat octagon in shape and is a 
very symmetrical room. At one end of it is a large bay, the same as in the 
living-room, and the other end is also a bay formed by the fireplace across 
the corner and the entrance to the pantry. Directly opposite the large open- 
ing into the living-room is a long, high window. This would look well if 
made up in a leaded or colored glass design. The kitchen is well arranged 
for the location of all necessary kitchen furniture. The pantry, just between 
the dining-room and kitchen has all the requirements for convenient house- 
keeping that a pantry should have. There is a good sized work table in it 
with flour boxes under. On the second floor are two large chambers, each 
with two closets and a conveniently arranged bath room. Size of house 25 
ft. 6 in. by 30 ft. 6 in. Height of first floor 9 ft. 5 in. Height of second floor 
8 ft. 3 in. Estimated cost, with pine finish, $2,325, not including heating and 
plumbing. 
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PLAN No. 50 


There is something about the style of a house having a long slanting roof 
and a dormer which is always attractive. The roof is an important feature 
on any house and especially on a cottage home. The roof on this house is 
well proportioned to the exterior. The porch is of good size, being eight 
feet by twenty-three feet. There is a vestibule, to one side’ of which is a 
cozy alcove with a seat. This seat has a paneled front and a lid, making a 
splendid place for rubbers. The living-room is of good size and is connected 
with both hall and dining-room thru broad openings. There is a direct 
passage from the kitchen to the front hall. The dining-room with its oc- 
tagonal shape is very attractive. On one side is a china closet, while on the 
opposite side is the door leading to the pantry. The pantry and kitchen are 
both well arranged, While there is every provision in the basement for a 
heating plant, the chimney is so located that every room in the house may 
be heated by stoves if desired. On the second floor are two bedrooms, bath 
room, and closets. Size of house 25 ft. 6 in. by 25 ft. 10 in. Height of first 
floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. Estimated cost, with pine 
finish, $2,500, not including heating and plumbing. 
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side elevations and necessary de- 
tail sheet and complete specifica- 
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$2.00 you receive a year’s sub- 
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PLAN No. 17 


This is an- 
other one of 
our especially 
well designed 
and planned 
bungalows. It is 
very pleasing 
and has a home- 
like appearance. 
3 It is, of course, 
PLAN. No. 17 a 


CAL home “just 
for two,” having but one chamber, which 1s of good size. The exterior is simple, 
but attractive, siding being used from the foundation to the cornice. The founda- 


tion is of concrete blocks, also the porchpiers. An attractive feature of the exterior 
is a well proportioned dormer on the roof, designed both to give light and air to the 


chamber within and to break the monotonous appearance of exterior without. The . 


entrance is into a pretty reception hall, which has a direct passage to the kitchen. 
In this passage is a space for hanging coats. The kitchen, dining-room and _ hall 
and parlor are “altogether like,” making a very homelike assemblage of rooms. The 
broad openings between the hall and the parlor and the parlor and dining-room 
make all of the rooms seem larger than than they are. In the parlor are three 
splendid wall spaces for a piano or davenport. In the dining-room is a good wall 
space for a sideboard, but the latter is not entirely necessary as two china closets 
have been provided in this room. The kitchen is well arranged, having a sink, 
cupboard, and a good place for a stove and table. On the second floor, besides the 
bedroom, are three closets and a good sized bath room. 

The size of the house is 25 ft. 10 in. by 29 ft. 6 in. The height of the first floor 
is 9 ft. 5in. The height of the second floor is 8 ft. 3 in. The estimated cost with 
pine finish, is $1,000, not including heating and plumbing. a 
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PLAN No. 14 


The growing popularity of bungalows is due mainly to the fact that 
the rooms being all on one floor reduce the work of housekeeping. The 
demand for one story bungalows is very great, especially among young 
people, who do not wish to burden themselves with the expense of 
building or the work of keeping up a large house. The dream of the 
youthful is never a large, palatial home, but a simple, homelike cottage, 
wherein the little family they picture can enjoy the comforts of life 
with as little of its cares as possible. 

This design is just the home for such a couple, being as complete 
within its four walls for the use of a young couple as a more pretentious 
home of larger dimensions. The porch is six feet wide, entrance is into 
a good sized vestibule, which connects with an entry. Thru a broad- 
cased opening we enter the parlor, which is embellished on one side with 
a window seat. Sliding doors connect this with the dining-room in 
which is a broad, brick fireplace. This isa very cheerful place to have it, 
for nowhere is a fireplace more appreciated than in the dining-room 
on a chilly fall morning or evening. Connecting with the dining-room 
are both the kitchen and chamber, between which is the bathroom. The 
chamber is.also connected with the entry. Size of house 23 ft 10 in. 
by 33 ft. 3 in. Height of first floor 9 ft. 5 in. Height of second floor 
8 ft. 3 in. Estimated cost, with pine finish, $1,100, not including heating 
and plumbing. 
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We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
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monthly, ‘‘The Journal of 
Modern Construction.”’ 


28 


GORDON-VAN TINE COMPANY, DAVENPORT, IOWA, U.S. A. 


| Plans, $2.00| 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou receibe a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of 
Modern Construction.”’ 
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PLAN No. 52 

. A well designed bungalow is always pleasing to look upon. Here we have 
a home which is especially attractive to all who like that quaint, American 
style of cottage home. It is not only pleasing without, but is a spacious well 
arranged house within. The porch is a good sized one, being 8 ft. wide by 30 
ft. long. The vestibule is very practical, being large enough to allow two 
people to stand in it and at the same time allow for the swinging of the door. 
The reception hall extends thru the center of the house, and has at the farther 
end a large coat closet. To the right, as you enter thru a cased opening, 
is seen the parlor; just beyond that and separated from it by sliding doors is 
the library. The library is also connected with the hall, making each room 
accessible without a passage thru others. On the left side of the hall is a 
pretty, octagon dining-room, having a large bay the full width of one side, and two china closets on the other. This room 
is connected directly with the kitchen in which is every provision for convenient housekeeping. The rear entrance is on the 
cellar landing three steps down from the kitchen, a convenient arrangement somewhat out of the ordinary, making it un- 
necessary to provide for an outside cellarway. On the second floor are two good sized bed chambers with closets, bathroom, 
linen closet, and a hall. One would hardly believe that so much space could be obtained under this roof. This is done by a 
skillful arrangement of the large dormers. The dormers when properly designed serve two purposes, one being that of 
improving the exterior appearance of the house and, when properly located, of adding considerable space within, using what 
would otherwise be an attic for livable rooms. The size of this house is 25 ft. 6 in. by 33 ft 6 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is 8 ft 3 in. Estimated cost, with pine finish, $2,400, not including heating 


and plumbing. 
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PLAN No. 53 


This is a picturesque little home. Much can be added to the appearance 
of a home by planting, but the home itself must be attractive to make a perfect 
picture. This home is attractive in every way. It is one of those low gabled 
houses which always prove popular. On the porch are four Doric columns 
which the vines hide. The exterior is sided with lap siding. The entrance is 
into a large living-room, 13 ft. by 26 ft., containing a fireplace and a graceful 
stairway ascending to the second floor. Under the stair is the cellar stair, 
which starts down in the passage between the living-room and kitchen. On 
the cellar stair landing is an outside door, making it unnecessary to build 
an outside cellar way. Just back of the fireplace is a coat closet, which 
is always a convenience. There is a generous pantry with a work table and 
flour boxes, besides the usual cupboards. This feature is always a delight 
and a convenience to every housewife. The basement has every arrange- 
ment for a heating plant and laundry if it is desired. Size of house 27 ft. by 
27 ft. 10 in. Height of first floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. 
Estimated cost with pine finish, $2,200, not including heating and plumbing. 
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We furnish complete architect's 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
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We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
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fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.”’ 


PLAN No. 60 


Here we have a very attractive little home, especially adapted to the 
suburbs or country. The exterior can be either sided or shingled according 
to preference. The porch is of ample size to serve all needs of the family and 
the same may be said of the rooms in the house. In the direct 
passage to the kitchen is located a coat closet. Between the hall and parlor, 
also between the parlor and dining-room, are sliding doors, making it an 
easy matter to close off any desired part of the house. The parlor is a well 
arranged, symmetrical room, having direct connection with both the hall and 
dining-room thru wide openings. It is very homelike. In the dining-room is a 
fireplace. The convenience of this arrangement, allowing the room to be 
quickly warmed up on chilly mornings, can only be appreciated by being 
tried. As the kitchen is quite large the fuel for it can be kept there together 
with the fuel for the kitchen stove, thereby avoiding a muss beside the fire place. 
Little items like this always reduce the labor of housekeeping. There is a 
full basement under the entire house which has every provision for heating 
plant and laundry. On the second floor are three good sized bed chambers, 
plenty of extra space, and a bath-room. 

The size of the house is 23 ft. by 25 ft. 10 in. The height of the first floor is 
9 ft. 5 in. The height of the second floor is 8 ft. 3 in. Estimated cost, with 
pine finish, is $1,800, not including heating and plumbing. 
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PLAN No. 61 


This is a very desirable home, especially for the suburbs and the country. 
It is altogether quite original, also somewhat unique in its style. The second 
story projects over the porch, thereby roofing it and at the same time provid- 
ing additional space on the second floor. This porch is a good sized one, and 
being sheltered by the house on two sides, is well protected from the wind. 
The entry connects directly with the parlor, dining-room, and kitchen, making 
a convenient assemblage of all the rooms. The parlor is a very pleasing room, 
11 ft. by over 12 ft. At one end the stairway ascends to the second floor 
in a picturesque manner. On the second floor are two bedchambers, each 
having two large closets, a good sized bathroom and a linen closet. This last 
mentioned feature is always greatly appreciated by every housewife. The 
exterior of the house would look best if sided up the first story, with shingled 
gables and roof. A good color combination would be a rye straw yellow for 
the main body and brown stained shingles for the dormer and gables, a dark 
green roof and white trimmings. The roof left to turn its own natural gray 
would also look ‘well. A full basement is provided under the house, giving 
ample room for a heating plant and fuel bins, cold cellar, and laundry. 

The size of the house is 23 ft. 6 in. by 26 ft. 6 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is 8 ft. 3 in. The estimated 
cost, with pine finish, is $1,795, not including heating and plumbing. 
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We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou receibe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.’’ 
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Plans, $2.2 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou receibe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.” 


PLAN No. 32 


This is a very attractive little home. Building the second story over the 
front porch is quite a popular idea. Sometimes this idea is carried out in a 
gambrel roofed house. This is what is known as a story and a half cottage. 
That does not mean, however, that there is practically no second floor, for in 
this instance there is considerable space there. The gables and roof are 
shingled, the first story and porch piers are sided. The little balcony and 
canopy just over the porch entrance can be omitted and not injure the ap- 
pearance of the house. If anything it would improve it. The plan is a very 
informal arrangement, but homelike. You enter directly into the large living- 
room, which comprises the parlor and reception hall. Directly opposite the 
entrance is a large fireplace, which adds cheer to the room. Just to one side 
of the fireplace is the passage to the kitchen; and the other side is the sliding 
door to the dining-room. The dining-room is of good size and has two china 
closets and a window seat at one end. On the landing to the eellar stairs 
is an outside door which makes an outside cellar way unnecessary. On the 
second floor are two large chambers and a bathroom, Size of house 25 ft. 
by 28 ft. Height of first floor 9 ft. 5 in. Height of second floor 8 ft. 3 in. 
Estimated cost, with pine finish, $2,350, not including heating and plumbing. 
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PLAN No. 21 

This is one of the best planned and most popular cottages in this collec- 
tion. This style of house has been built many times, but seldom has the 
result been as entirely satisfactory as here shown. The second story projecting 
over the porch is a very unique and attractive feature, giving the home a dis- 
tinct cottage appearance and at the same time providing considerable space 
on the second floor. The entrance into the house is thru a vestibule, on both 
sides of which is a coat closet. This makes a very convenient arrangement 
Large sliding doors separate the hall, parlor and dining-room when desired. 
and, when open, make these rooms appear practically as one, thereby giving 
a good effect of space so essential in a cottage home. There is a direct passage 
from hall to the kitchen, in which is another coat closet. Between the dining- 
room and kitchen is a well equipped pantry. The kitchen has plenty of wall 
space for all necessary kitchen furniture, a provision which is quite necessary 
in a small home. On the second floor there are three bed chambers, a bath- 
room and four good sized closets. The walls of these rooms are very high, 
in other words, the roof does not cut them off at an angle, the closet partitions 
being set in far enough to avoid this. 

The size of the house is 23 ft. 10 in. by 25 ft., the height of the first floor 
The height of the second floor is 8 ft. 3 in. The estimated 
cost, with pine finish, is $2,075, not including heating and plumbing. 


Plans, $2.2 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou receibe a year’s sub- 
scription to the best building 
monthly, ‘The Journal of 
Modern Construction.’ 
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Plans, $2222 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of 
Modern Construction.”’ 
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PLAN No. 62 


There are many advantages in the building of a bungalow, the principal advantage being without a doubt, the fact that the 


rooms are arranged all on one floor, somewhat on the order of our modern flat buildings. This reduces the labor of house — 


work to a minimum. Whether it is cheaper to build a bungalow than a two-story cottage is doubtful, but it certainly is not 
more expensive to build a bungalow of the same number of rooms that one would find necessary to build a cottage, but it 
has many more advantages than the latter. The bungalow style of a home allows for a greater variety in design and plan 
than any other class of American habitation. 

In the treatment of our design No. 62, we have the very simplest of construction and a most inexpensive little bungalow 
home of four rooms and bath. There is a general living room separated from the dining-room by sliding doors. A wide 
cased opening or columns could be put here in place of the sliding doors if desired and with good effect. It also might be 
found desirable to have a doorway leading from living room to chamber. This cottage is intended strictly for summer use. 
It has been the endeavor of the designer to get a four-room summer bungalow for $400. 

The width is 29 ft. 6 in.; depth, 23 ft. 6 in.; height of ceiling, 8 ft. 6 in. Just a small vegetable cellar is planned. Front 
porch is 12 ft. wide by 4 ft. deep. 
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PLAN No, 63 


Here we have a very cozy homelike cottage, designed in the old Dutch 
gambrel roof style with a Colonial porch and other Colonial features. This 
house would look best with siding up the first story and shingled gables, the 
foundation to be cement or stone. The long plain roofs are broken by the 
old-fashioned pent house roofed dormers. One of the principal attractions of 
this house is the large living-room, 11 ft. wide by 23 ft. long. In one alcove 
off from this living-room is the stairway; in another alcove is a fireplace with 
a seat on each side, a very cozy nook in which to gather on long winter 
evenings. Just across the hall from the living-room is the dining-room. This, 
to increase its size and make it still more homelike, has a broad bay window 
on one side, making a room 11 ft. by 12 ft., ample size for a family of 4 or 5. 
The kitchen is well arranged. On the second floor are two bedrooms of good 
size, each with a large closet, also a bathroom and a large storeroom. Alto- 
gether this is a complete and attractive cottage. 

The size of the house is 24 ft. 6 in. by 27 ft. 10 in. The height of the first 
floor is 9 ft. 5 in. The height of the second floor is.8 ft. 3 in. The estimated 
cost, with pine finish, is $2,100, not including heating and plumbing. 


Plans, $2.2 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou receibe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.” 
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Plans, $222 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.”’ 


PLAN No. 64 


There is nothing fancy about this house. It is plain, but appears well, and 
for a small farm is one of the most practical designs in this collection. It 
is distinctly a farmer’s home and its arrangement is adapted solely to farm 
life. The porch is on the side of the house and extends from the front to the 
rear, serving at once as a family gathering place and as a place to do kitchen 
work, such as churning and washing. The stairway takes up as little room as 
possible, the cellar stairs going down directly under the stairway to the 
second floor. The chimney is in the center of the house, allowing for a stove 
both in the parlor and kitchen; by placing open registers over these two stoves, 
the rooms above them will be amply warm as long as the stoves have a fire 
in them. The kitchen and dining-room are one, it being intended to have the 
kitchen stove, sink and kitchen table at one end and the dining-table, cup- 
board and pretty window seat at the other. There is a large opening between 
the dining-room and the kitchen and parlor, which assures ample heat for the 
parlor during the severest weather. This is a very well arranged house for 
a good sized family and the bedrooms, three in number, while not large, are so 
economically arranged that each will contain two full beds, making it possible 
to accommodate twelve people. 

The size of this house is 21 ft. 6 in. by 23 ft. 10 in. The height of the 
first floor is 9 ft. 5 in. The height of the second floor is 8 ft. 3 in. The 
estimated cost is $1,000. 
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PLAN; No. 67 


This: is a home with individual character; a home built on the square 
principle, but with a wall broken by windows and bays in an artistic manner, 
which entirely removes the usual boxlike appearance of the average square 
house. The porch is a pretty affair and of ample size. In the vestibule there 
is a good sized coat closet, which is always a convenience. Just at one side 
of the vestibule is an alcove with a pretty seat in it. The entrance is directly 
into a large living-room, 13 ft. by 20 ft. long, out from one side of which is 
a pretty bay window. At the end of the living-room is a fireplace. These 
two features add joy and warmth to the living- room, one by night and oné 
by day. The stairway is practically enclosed, which reduces its cost. In the 
dining-room, which is kept separate from the living-room by sliding doors, 
when desired, is a pretty oriel window. The pantry and kitchen have all the 
requirements for convenient housekeeping. On the second floor are three large 
bed chambers, and an unusually large bathroom. Each bedroom has a good 
sized closet and there is a linen closet off the hall. There is not an inch of 
waste space in this house. 

The size of this house is 27 ft. 10 in. by 28 ft. The height of the first floor 
is 9 ft. 5 in. Height of the second floor is 8 ft. 3 in. Estimated cost, with 
pine finish, is $2,900, not including heating and plumbing. 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.” 
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We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of 
Modern Construction.” 


PLAN No. 48 


This is a very practical barn. It has a somewhat plain exterior and is 
therefore well adapted to be built in connection with a rather plain house. It 
would look best if sided, with a flintcoat roof. This barn is not large, but will 
hold very nicely three rigs, and has four stalls, one of which can be used 
for a cow if desired; the others being for a single horse, and a work team. 
There is a stairway to the second floor, which is far better than climbing a 
ladder. The space under the stairway has been put to good use in the way 
of a feed bin. A sliding door separates the carriage room from the stalls, 
making the wall place warmer in winter and guarding against all unnecessary 
drafts. It is also quite desirable to have the horses in a room by themselves. 
The heat arising from the animals, if confined in a small place, is usually 
sufficient to keep them warm during severe weather, provided some additional 
protection is given in the way of sawdust in the outside walls or a thickness 
of tar paper. 

The height of the first story is 8 ft. 6 in. The size of the barn over all is 
26 ft. 8 in. by 30 ft., the estimated cost being $700. 
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PLAN No. 46 


Here we have a splendid barn showing a good plan arrange- 
ment and a pleasing exterior. This barn is well adapted to the 
requirements of a small farm or suburban home. The plan shows 
accommodations for three horses and two cows. This arrange- 
ment allows for a work team and a driving horse. A good feature 
is the fact that the cows and horses are in separate rooms, there- 
by making it healthier for both. There is a harness room, and 
feed bins. The advantages of a harness room are commencing 
to be well known. A harness will last two or three times as 
long, if kept in a dry, clean place, as when hung up in close 
proximity to the horses. The carriage room is of ample size, 
accommodating a wagon and several rigs. The exterior shows 
a well proportioned barn. Giving some attention to the proper 
design of this building always adds considerable to the appear- 
ance of the premises. Farmers are commencing to find out that 
it costs no more to have buildings modern and well designed 
than to have them otherwise, with the result that far better ap- 
pearing farm buildings are being erected all over the country. 
This building complete, would cost, with the exterior sided or 
shingled, as desired, $1,000. A watering sink could be placed in 
it for very little additional cost. 


Plans, $2.00| 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘‘The Journal of 
Modern Construction.” 
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Plans, $22" 


We furnish complete archi- 
tect’s Blue Print working 
drawings, which include 
basement and all floor plans, 
also front, rear and side ele- 
vations and necessary de- 
tail sheet and complete speci- 
fications. 

Included in the price of $2 
vou recetbe a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of 
Modern Construction.”’ 
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IPLAN No. 474 


This is a very practical barn. One of the principal merits of 
this design is the fact that it can be made any length desired to 
accommodate’ from thrée to a dozen stalls in a row by simply in- 
creasing the length of the barn. As shown in the plan it has ac- 
commodations for six horses and seven cows, also a box stall 
for the family driving horse. There is a good sized harness and 
feed room near the front entrance. At the head of the cattle 


is shown a passage, making it an easy matter to distribute grain - 


and water without entering the stalls. The arrangement shown 
makes it an easy matter to place a suspended waste carrier of 
the modern type, to slide back and forth and finally out of the 
rear door to a wagon. Two inch by six inch studding is ad- 
visable for a barn of this size, especially in a community sub- 
ject to cyclones. A barn with a gambrel roof will accommodate 
a large quantity of hay. This is an item to consider when build- 
ing a barn. Not matter what size the barn is, there can be 
planned no more practical one than shown on this page. | 

The estimated cost with a shingle or side exterior, as de- 
sired, is $1,040, 
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PLAN No 45 


This is a very well arranged, practical barn for the average small farm, having in connec- 
tion a machine shed. The economy of providing a place for machinery when not in use is fast 
becoming apparent to the American farmer. It is far cheaper to place the machinery in a shed 
provided for it than to mortgage the farm the following year to buy a new equipment. The 
machine shed need not necessarily be enclosed and sided, if it 
is placed on the side of the barn where the rain cannot beat 
into it, but, of course, to enclose it is better than to leave it .00 
open, and it should have a good tight roof. The plan of the ans == 
barn shows a séparate room for stock on the south side, with 5 
i accommodations for three horses and one cow. By omitting 
; ' the harness room and hanging the harness in the feed room, a 
' \ stall can be obtained for another horse or cow. The carriage We furnish complete architect’s 
' room is of good size, and will easily accommodate two wagons Blue Print working drawings, 
: AAHC ANIHDVW 


i i H which include basement and all 
and two rigs. There is a large space for hay storage in the Heeta plana cicaitron® ceanvand 


i] 

i} 

{ loft. The exterior appearance of this barn is very picturesque | side elevations and necessary _de- 
' and without any additional cost. It is just as cheap to have farm tail sheet and complete specifica- 
' 
'’ 
\ 


79° . . tions. Included in the price of 
buildings well designed as to. have them otherwise. If de- | $500 you receive a year's sub- 


sired, a watering sink can be added where convenient. The scription to the best building 
monthly, ‘‘The Journal of Modern 
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We furnish complete architect's 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 


tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building 
monthly,‘‘The Journal of Modern 
Construction.” 
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PLAN No.°44 


There is no reason why a stable could not be just as at- 
tractive as the home. It is seen almost as much, if not by 
passers-by, then by the owner himself, and why should we not 
make the surroundings of our home as attractive for our- 
selves as for other people. Whatever the style of the house, 
the stable, whether in the city or country, should be built in 
keeping with that style. In other words, a straight gable 
house should call for a straight gable barn, and a gambrel 
roofed house for a gambrel roofed barn. This design is, 
therefore, just adapted to a gambrel roofed house. It is a 
very complete stable, having a carriage room large enough 
for two rigs. Stalls for two horses and two cows and a chicken 


coop, the latter on the south side of the barn. The chicken 
coop is entirely separate from the stalls, thereby removing 
the trouble of having both cattle and chickens under one 
roof. The barn floor is built up from the ground to avoid 
dampness, and there is a heavy 2-inch plank floor in the stalls. 
The stairway leads up to the hay loft, which, while it is not 
very wide, is a great improvement over the old style ladder. 
Under the stair are feed bins. The hay door has a platform 
in front of it, which makes the unloading of hay quite con- 
venient. The size of this barn is 26 ft. by 26 ft. The height 
of the first story from floor to floor is 8 ft. 10 in., and the 
estimated cost is $600, the entire exterior being shingles. 


GORDON-VAN TINE COMPANY, DAVENPORT, IOWA, U. S. A. 43 


JS eee yl ee 21-0". 


GRAIN J 


PGBs 


12"°DRESSED BoOFRD 
SET “yn PARTITION 


GROVES UP 7 FT, ' 


¥"X Y°GIRPER wirn 2 
yk" POSTS UNCER 


SFr OPG To ROOF 


ACROSS, BLEPG AT 
LIN, OF THIS PARTIT/A 


710" 


IN PRRTITION, — GROOYES 


Siete of the granary is space and freedom from vermin. To this end the granaries 


here shown are a little way off the ground, one having a cement foundation, 
and the other being set on posts. It is not necessary to have the inside ceiled, 
but it makes a better job and insures against moisture caused by the gathering 
of frost. The entrance to the bins is shown with boards placed in grooves to 
be put in one at a time as the bins are filled up, and to be removed one at a 
time from the bottom in emptying them. 
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Plans, $2 22 


We furnish complete architect's 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
6" $2.00 you receive a year’s sub- 
G/RPER scription to the best building 
monthly, ‘“The Journal of Modern 
Construction.” 
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HEN HovusE A 
POULTRY HOUSES 


Two small, but well arranged, hen-houses are shown on this page. The 
hen-house should be arranged to take up as little room as possible, with all its 
parts to be easily accessible and be warm and dry. These hen-houses are 
shown set on posts, allowing a space under them for the chickens to grovel in 
the shade. In the colder climates this space can be closed up during winter 
with refuse. The ordinary storm sash have been used. 


SHINGLES 


Plans, $222 


We furnish complete architect’s 
Blue Print working drawings, 
which include basement and al 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building. 
u monthly,‘“he Journal of Modern 
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HEN HOUSE FOR. TWO BREEDS. 
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POULTRY HOUSES 


This is practically two buildings in one, 
each being 21 ft. 6 in. in width. This combina- 
tion can be repeated in a row as many times 
as desired to allow for accommodations for 
any number of breeds. All parts of the hen- 
house should be sealed up on the inside with 4 
in. D. & M. pine flooring and whitewashed 
frequently. The nests should have a slanted 
roof and the roosts should be made removable. 


Plans, $222 


We furnish complete architect’s 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building 
monthly, '“The Journal of Modern 
Construction.’ 
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HOG AND DUCK HOUSES 

The plan of the hog-house here shown is a very practical one, and en- 
dorsed by a high authority in construction of farm buildings. It showns two 
pens, each with a feed trough and a feed room. The studding should be 
2 in. by 4 in., located 24 inches on centers, the roof rafters being the same. 
The floor joists should be 2 in. by 6 in., and 16 inches on centers with a 
2-inch plank floor. The exterior should be of drop siding and the roof shingled. 
The duck-house is a practical little building and is so simple in its construction 
and design that no detailed description is required. While the drawings show 
the construction of these buildings in detail, it would be better to obtain blue 
print plans of them at a working scale. 
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This ice-house is designed to store about 2,400 cubic feet of ice, each layer 
to contain 63 cakes of 18 in. by 24 in. or 49 cakes 24 in. square, with eight to 
ten layers, according to cut, leaving a space all around for sawdust and the 
height above the ice 5 feet. The doors should be double. The refrigerator 
room is 6% ft high with the ice compartment over it. The floor of this ice 
compartment should be made water-proof with asphalt and slanted to a drain 
pipe connecting with a dry well. There should be a four-foot door in the ice 
compartment, leading out to the ice storage room. 

The estimated cost complete is $250. 
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Plans, $2 22 


We furnish complete architect's 
Blue Print working drawings, 
which include basement and all 
floor plans; also front, rear and 
side elevations and necessary de- 
tail sheet and complete specifica- 
tions. Included in the price of 
$2.00 you receive a year’s sub- 
scription to the best building 
monthly, ‘“The Journal of Modern 
Construction.” 
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PLAN OF CORN CRIB B. 


ELAR OT 
AUTO GARAGE 
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On this page is shown a large corn crib, a small corn 
crib, and an automobile garage. These buildings are very 
simple, but as they are more often built wrong than right, 
it is advisable to build them from blue print working 
drawings. 

The estimated cost of auto house is $150. | 

Material Required for Construction. 

27 pes. 2”x4”x 16 ft. S-3-S No. 1 pine 8 ft. studs. 

24 pes. 2”x 4” x10 ft. S-3-S No. 1 pine rafters. 

4 pes. 2”x 6” x 14 ft. S-3-S No. 1 pine hip rafters. 
12 pes. 2”x 4” x14 ft. S-3-S No. 1 pine plates. 
700 ft. 4” D. & M. No. 1 pine for roof boards and 
sheathing. Laat yt 
4 squares roofing 
1,700 lin. ft. of 6” “ee white pine siding. 


PLAN OF CORN CRIB A, 
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A GOOD AUTO HOUSE 


The Combined Weight 586 Pounds {o- day will not last as long, and cost three times as much. 


205 pounds 


196 pounds 


\ 


easily 
be refli 


ly contains no tar. Every square of Gordon-Van Tine roofing is made 
from long fibre wool felt and soaked in hot asphalt, then coated with 
flint by “heavy machinery. Easy to lay as a carpet. Gordon-Van 
Tine Roofing is Worth Twice Its Price as compared te «cofings on the 
market sold by outsiders claiming theirs to be as good as the genuine 
Gordon-Van Tine flint-coated roofing. Why pay $2.50 to $4.00 per 


sauare 


Tine roof and forget about it for ten years. 


This 


water-proof, wool felt, extra heavy roofing ready to nail on your roof. 
Sold direct to you and shipped direct to you at half dealers’ prices. 
Look! $1.25 per square (108 square feet) for 6-year guaranteed Roofing, one ply; $1.50 for 8-year guaranteed Roofing, two ply; $1.80 
This flinty-surfaced, fire-resisting, asphalt-soaked, water-proof and leak-proof roofing 


4 


108 square feet Gordon-Van Tine flint-coated, fire-resisting, rubber 
roofing—the best permanent roof protection for house, barns, sheds, 


per square for ro-year guaranteed Roofing, three ply. 


laid, requiring no tools excepting a hammer; needs never to 
nted or regraveled. Will stand the strongest acid tests; positive- 


for roofing? Get a rcof you know will last — get a Gordon-Van 


is Gordon-Van ‘Tine’s great special bargain. Fire-resisting, 


DOFING PER. SU. $129 


ete.— far cheaper than shingles, better than steel, more satisfactory 
than slate and superior to the innumerable prepared roofings sold 
at all kinds of fancy prices. Goes over shingles or sheathing, is 


is FOR ALL BUILDINGS, OLD AND NEW. You can lay it over shingles for less than you can repair shingles. New shingles bought ~ 


We have been in business in Dav enport forty years, and have $300,000 
185 pounds behind these guarantees of years of wear and absolute satisfaction. 


WE WANT YOU TO WRITE US—Get our catalog on roofing and get our test samples. You can see by these samples just what Gordon- 


Van Tine’s Flint-Coated Roofing is. Try it before buying. Roofing warranted just like samples. 


If you write us, we will send you 


besides the samples our complete booklet on roofing so you can learn just how to roof a building from end to end or from. top to eaves; how 
to get around chimneys or steeples; how to finish edges, etc. There is money saved by buying Gordon-Van Tine’s Guaranteed Roofing 
and laying it yourself. And there is money in laying roofing for your neighbors. Good wages in it, too. 

CAUTION ABOUT ROOFING—Don’t mistake Gordon- Van Tine’ s six, eight and ten-year guaranteed roofing for tarred felt or for soaked 


building paper. Tarred felt and building paper are useful. We sell carloads of those materials, 
for use ~ under shingles, floors, etc., to keep out cold, but they are not fire-proof, and will resist 
water only a short time. 
OUR GUARANTEE—BACKED BY $300,000—We give a written guarantee, good for six to ten years, 
according to the ply ordered, on Gordon-Van Tine’s flint- coated roofing. 
FREE ROOF BOOK AND SAMPLES—Send us your name and address and we will mail you, 
at once, our big new roofing book and free samples of Gordon-Van Tine roofing—one, 
two or three ply. You test these samples. Send for our big roofing proposition to-day. 

BUILDING PAPER PER ROLL 37 CENTS 

LET US SUPPLY YOUR WANTS IN THIS LINE 

OUR SHIPPING FACILITIES—We cut roofing prices in two because we sell direct to you 
and ship it from our nearest warehouse—Philadelphia, Chicago, Kansas City, St. 
Louis, Minneapolis, Davenport—we deliver Gordon-Van Tine Roofing at far less 
cost than any manufacturer or dealer. 


THESE LOW PRICES ARE 
SAMPLES OF COST TO 
YOU DIRECT FROM US 


PER SQUARE OF 108 SQ. FEET 


1-PLY, PER SQUARE - $1.25 
2-PLY, PER SQUARE -_ 1.50 
3-PLY, PER SQUARE -_ 1.80 


GORDON-VAN TINE ROOFING PRICES 
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